METHODIST  CHURCH  -  CADES  COVE,  Great 
Smoky  Mountains  National  Park.  Four  churches 
fulfilled  the  religious  needs  of  Cades  Cove  resi- 
dents. Two  were  Methodist  and  two  Baptist.  This 
church  built  in  1902  replaced  an  old  log  structure. 

Photographed  in  Natural  Color  by  Walter  Cline 
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